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HARYANA GOVT. GAZ ., JUNE 13 , 2006 (JYST. 23 , 1928 SAKA) 


( Part I 


IRRIGATION AND POWER DEPARTMENT 


The 24th May , 2006 


No. 6323 /245 - W - Whereas, it appears to the Governor of Haryana that land specified below is needed by 
the Government, at public purpose , namely , for land proposed to be acquired for extension of Dinod Minor from 
RD 20500 to 24900 tail in Village Dinod , Tehsil and District Bhiwani. 


It is hereby notified that land in the locality specified below is required for the above purpose . 


This notification is made under the provision of Section 4 of the Land Acquisition Act, 1894 of Section 17 (2 ) 
clause ( c ) for the information of all to whom it may concern . 


In exercise of the powers conferred by the aforesaid section , the Governor of Haryana hereby authorise the 
officers of Irrigation Department for the time being engaged in the undertaking alongwith their servants, workmen 
etc. to enter upon and survey any land in the locality and do all other acts required or permitted by that section . 


Further , whereas, the Governor of Haryana is satisfied that the land is required for the Dinod minor which is, 
of 

very urgent importance within the meaning of clause (c ) of Sub - section 17 of the said Act and whereas the 
Governor of Haryana is of the opinion that the provision of Sub-section (2) of the said section are thụs applicable , it 
is hereby directed under Sub -section (4 ) of Section 17 ofthe said Act, that the provisions of Section 5 -A of the said 
Act shall not apply in regard to this acquisition , 


Specification 


Sr. District 
No. 


Village 


Boundary 


Hadbast 
No. 


Area in 
Acres 


A strip of land measuring 2000 in length varying 
in width passing through Khasra Numbers as 
below : 


Bhiwani 


Dinod 


26 


12.80 


255 


6/1 , 6 /2,6 / 3, 7, 8 , 9 , 10 , 11, 12 , 13, 14 , 15 


256 


6 , 7 , 8 , 9 , 10 , 11 , 12 , 13 , 14 , 15 


257 


1 , 2 , 3 , 4 , 5 , 6 , 7 


258 


1 , 2 , 3 , 4 , 5 


230 


21, 22 , 23, 24 , 25/1 , 25/2 


231. 21 , 22, 23, 24 


And generally lying in the direction from North 
to South as demarcated at site as shown on the 
Index Plan . 


By Order of Governor of Haryana . 


A. K. KALRA , 
Superintending Engineer, 
Yamuna Water Services Circle , Bhiwani. 


